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HEATING WORRIES BANISHED 

' I "O KEEP the house properly warmed for comfort and 
•*• health is a problem that is never solved without the 
help of The Jewell Heat Controller. Why ? Because the 
secret of maintaining an even temperature depends wholly 
upon the ability to "sense" a change instantly. 

If you could tell when your rooms cooled one degree 
below, or warmed one degree above the temperature you 
wish to maintain, you could regulate the dampers — but — 
who can give undivided time to such a task ; and is 
there anyone whose sensitiveness to changes is both so 
acute and so accurate as to make them absolutely sure? 

"No," to both questions. Here then The Jewell Con- 
troller steps in and not only "feels" and "thinks" but "does" 
for you better than you can yourself. 

It not only keeps the house just as warm as you want 
it, but does so with the consumption of the least possible 
amount of fuel. Taking into consideration an average 
temperature to be maintained, a heating plant controlled 
by a Jewell will burn from one-fifth to one-third less fuel 
than one not so controlled. Add to this fuel-saving prop- 
osition the comfort and healthfulness of an evenly heated 
house and the monetary value of the Jewell is established. 

Now, you who always hire the best help you can get, 
do you know anyone who will work twenty-four hours a 
day, seven days a week, as long as you want and do it so 
efficiently as we say The Jewell Controller does? And 
you can prove this for yourself if you will. 
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MECHANISM OF THE THERMOSTAT 



The interior mechanism of the 
Thermostat, "the part that feels" is 
illustrated on this page. 

The Thermostat is placed on the 
wall of one of the living-rooms and 
connected to the motor (see page 6) 
by a three-wire electric cable. The 
motor is placed in the furnace or 
boiler-room. Chains run from the 
motor to drafts of heater. 

The part shaped something like 
an inverted interrogation point is 
composed of two metals electrically 
welded together and tempered by a 
secret process. The upper vertical 
portion, you will see, extends between 
two screw points. This metal is ex- 
tremely sensitive to the slightest 
change of temperature. It expands 
with warmth and touches one of the 
screw points. This closes the electric 
circuit, releases the motor and the 
heater drafts close. It contracts if the 
room cools, touches the other screw 
point, closes the circuit which again 
releases the motor and the drafts open. These operations 
are repeated as often as the temperature of the room 
changes one degree below or above the standard you 
adopt. 
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THE TIME CLOCK ATTACHMENT 

The Time Clock Attachment, shown on page 4, greatly 
augments the efficiency of The Jewell Controller. 

There have been other time clock devices but they 
required cutting out the thermostatic control during the 
night. All the clock accomplished was to restore the con- 
trol at a certain time. 

The Jewell Controller works just the same, clock or no 
clock, right through the night as in the day. 
But the clock does this: 

Most people want the house cooler at night than in 
the day. It's better for health. You therefore set the indi- 
cator back to sixty- five, sixty or whatever you want the 
night temperature to be. And the temperature stays right 
where you set the indicator — even if it should turn much 
colder during the night. 

Now no one likes to get up to dress in cold rooms; so 
you set the indicator, shown below the clock, to the day 
temperature and set the alarm-dial of the clock an hour 
earlier than your time for rising. If you rise at seven the 
clock moves the indicator up to the day temperature at six 
o'clock, and at seven o'clock you rise to find the whole 
house warm and comfortable. 

In like manner, if you wish to leave the house alone 
for several hours during the day, a lower temperature 
may be maintained and, by the use of the Clock Attach- 
ment, you will find the house warm and comfortable on 
your return. 

You get just the heat you want — whenever you want 
it— and fuel is saved. 



APPLIED TO ANY HEATING SYSTEM 

For many years the idea has prevailed that steam 
boilers could be controlled by the amount of steam pres- 
sure only. Nothing could be further from the truth. 

Our method of attaching The Jewell to a steam boiler 
gives absolutely complete control of the system and in no 
way interferes with the action of the diaphragm regulation. 
In fact our Controller renders the diaphragm more efficient 
by acting with it. 

Besides giving perfect results when attached to warm 
air, steam and hot water heaters, The Jewell Controller is 
highly efficient when attached to — 

A valve in a gas main supplying natural gas to a 
warm air, steam or hot water heater, or 

A valve in a steam main supplying steam from a cen- 
tral heating plant, or 

A valve in a steam main supplying exhaust steam from 
a power plant for heating offices. 

A heater without a Jewell Controller is a menace. 
Heater fires "get away" from one cause or another and 
may cause loss of property if not loss of life. 

With The Jewell Heat Controller you shovel less coal 
because it saves fuel. You handle less ashes because 
there is perfect combustion. 

The Jewell Controller never goes to sleep. It never 
shirks. It never forgets. It never gets tired. It never takes 
a day off. It attaches to any furnace or boiler. 
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Clock Attachment Alone Worth First Cost 
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